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90 FITTING 
P/N 528-8 


STRAIGHT FITTING 
P/N 524-8 


NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N & B/N USING D2729-4 LABEL INSTALLED WITH D2182-045 HEAT SHRINK 
7) WEIGHT: 0.86 lbs 
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D5200-1 
BLEED AIR LINE 
STRATOFLEX 
124002-8CR-0210 
MIL-DTL-27267 AND MIL-DTL-25579 
SEAMLESS, EXTRUDED CONDUCTIVE 
POLYTETRAFLUOROETHYLENE 
CORROSION RESISTANT STEEL WIRE 
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90 FITTING 
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90 FITTING 
P/N 528-8 


90° 


D5200-3 BLEED AIR LINE 


NOTES: 
1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY WITH DART P/N & B/N USING D2729-4 LABEL INSTALLED WITH D2182-045 HEAT SHRINK 
7) WEIGHT: 0.87 lbs 
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D5200-3 
BLEED AIR LINE 
STRATOFLEX 
124012E0210C270 
MIL-DTL-27267 AND MIL-DTL-25579 
SEAMLESS, EXTRUDED CONDUCTIVE 
POLYTETRAFLUOROETHYLENE 
CORROSION RESISTANT STEEL WIRE 
BRAID 
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